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Message Text 


EO 11652: N/A 
TAGS: BENC, PE 

SUB J : MAJOR PROJECT-EARLY WARNING: HOSPITAL EQUIPMENT SALES 

1 . THE MINISTRY OF HEALTH WILL BUILD A 160-BED GENERAL HOSPITAL 
IN JULIACA, PUNO DEPARTMENT, SOUTHER PERU. BIDS FOR THE CONS- 
TRUCTION STATE OF PROJECT ARE NOW BEING CALLED. THIS STAGE WILL 
COST SOME US$4.6 MILLION AND IS TO BE COMPLETED IN 24 MONTHS 
AS OF DATE CONTRACT IS AWARDED. BID UNDERWAY IS FOR LOCAL 
CONTRACTORS ONLY. PROJECT FEASIBILITY STUDY, ENGINEERING AND 
DESIGN WERE MADE BY MINISTRY'S OWN STAFF. 


2. CIVIL WORKS AS WELL AS OTHER LOCAL COMPONENTS OF PROJECT 
WILL BE FINANCED WITH LOAN PROVIDED TO THE MINISTRY BY THE SOCIAL 
SECURITY ADMINISTRATION, AN OFFICIAL ENTITY, WHICH ADMINISTERS 
PERUVIAN SOCIAL AND RETIREMENT FUNDS AND IS RESPONSIBLE FOR THE 
NATIONAL HEALTH SERVICE. 


3. ING. ANGEL VILADEGUT HERRERA, OFFICIAL IN CHARGE OF JULIACA 
HOSPITAL PROJECT, INFORMED US THAT FOREIGN EQUIPMENT WILL EVENTUALLY 
BE REQUIRED TO FURNISH HOSPITAL. HE STATED THAT DOCUMENTS FOR 
CORRESPONDING INTERNATIONAL TENDER ARE UNDER PREPARATION AND THAT 
BID WILL BE CALLED IN NEAR FUTURE. HE COULD NOT PROVIDE EXACT 
TIMING. VILADEGUT ALSO INDICATED THAT INTERESTED FOREIGN FIRMS 
WILL BE ASKED TO PROVIDE FINANCING FOR EQUIPMENT THEY OFFER. 

AS SOON AS TENDER FOR EQUIPMENT IS ANNOUNCED, EMBASSY WILL REPORT 
TO WASHINGTON. 
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4. MEANTIME THE MAJOR PROJECT DIVISION IS REQUESTED TO ENCOURAGE 
SPECIALIZED AMERICAN FIRMS TO FOLLOW UP DIRECTLY ON THIS IMPORTANT 
SALES PROSPECT. INTERESTED FIRMS SHOULD CONTACT: 

ING. ANGEL VELADEGUT HERRERA, DIRECTOR 
DIRECCION DE CONSTRUCCIONES Y EQUIPAMIENTO 
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MINISTERIO DE SALUD 
AV. SALAVERRY S/N, PISO 4 
LIMA 11, PERU 

PHONE: 327889 
SHLAUDEMAN 
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